The Cotmrnonweaith of Massachusetts 
Ex6cutiv6 0ffic6 of Hoalth and Human Ssrvicos 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

04/20/12 



Debra Payton 

Assistant District Attorney, Norfolk County 
Ms. Kelley, 

Enclosed is the information you requested Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 

!f you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORRIATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 
Executive Office of Health and Hiiiiiait Services 
Department of Public Health 
State Laboratory Institute 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1:00-3:00 


City or Department: livJ iM 
Name and Rank of Submitting Officer:_ 




_Police Reference No.: 

I Wq 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 

Gross Weight Lab Number 
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Date Analyzed; i IZ i 1 '^ 
City: Weymouth Police Dept i i ^ | i rA. 


Officer: Detective THOMAS ANDERSON 
Def; 

Amount: 

No. Cont: 65 Cont: pb 

Date Rec'd: 03/23/2012 
Gross Wt.: 59.28 


Prelim:p/s/‘'/1 \ 'A 0 


Subst: SUB 

Np. Analyzed: <^Cj 
et Weight: 35 b% 
# Tests: 


TL 


il 


U 




U 
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PREUMiNARY TESTS 
Soot Tests 


Microcrvstalline Tests 



























































































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824513.D 

KAC 

12 Apr 2012 14:03 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


1 

DRUGS . M 
RTE 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


824513.D Thu Apr 12 14:14:32 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\SYSTBM7\04_12_12\824514,D 

KAC 

12 Apr 2012 14:18 

COCAINE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DRUGS.M • 
RTE ■ 



TtC: 824514.D\data.ms 


1000000 

500000 


Time--> 2.00 

1 — 1 —j— 1 —r 

3 00 

-1—f—p-T-1 r t | -i—r—r—r-y—r- 

4.00 5.00 .^0_ 

1 — 1 —t—p'T'n—r 

7-00 _ 

1 j ,—1 1 > < 1 1 1—I'f'f'T "i 1 1 j i 1 1 1 ■ 

8.00 9.00 10.00 1100 _12.00_ 

Ret, Time 


Area 

Area % 

Ratio % 

4.606 


1904633 

100.00 

100.00 


824514.D Thu Apr 12 14:30:13 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile; 

File Name : C:\MSDCHEM\l\SYSTEM7\04_12_12\824514.D 

Operator ; KAC 

Date Acquired : 12 Apr 2012 14:18 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE. 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_T0X2.L 


PKfl RT Library/ID CAS# Qual 



1 4.61 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.569 fo 4,766 min,; 824614.D\dafa.ms {-) 



Abundance ff29: COCAINE 



824514.D Thu Apr 12 14;30:14 2012 ■ Page 2 
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Area Percent / Library Search Report 


Information from Data File: n\QOAc;i(; n 

C:\HSDCHEM\1\SYSTEM7\04_12_12\82451S.D 

KAC 

12 Apr 2012 14:34 

BLANK 
KAC 
2 

DRUGS.M 

RTE ^ , ./ 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 



Ret. Time 


Area 


Area 


Ratio % 


***N0 INTEGRATED PEAKS*** 


824515-D 


Thu Apr 12 14:45:51 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Cl\MSDCHEM\1\SYSTEM7\04_12_12\824516 .D 
KAC 

12 Apr 2012 14:50 


KAC 

16 

DRUGS.M 
RTE 


Abundance TIC: 824516.0\data.ms 



Ret. Time 


Area Area % Ratio % 


3,791 517785 

4.617 4964935 


9.44 10.43 

90.56 100.00 


824516.D Thu Apr 12 15:01:30 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_1212\824516 .D 
KAC 

12 Apr 2012 14:50 

16 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Dafcabase\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3,79 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo [2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 



824516-.D 


Thu Apr 12 15:01:30 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824516.D 
KAC 

12 Apr 2012 14;50 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

16 

DRUGS.M 
RTE 


Search 

Libraries; C;\Database\SLI.L 

Minimum Quality 

: 80 


C:\Database\NIST05a.L 

Minimum Quality 

: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID ' 

CAS# ( 

3ual 

2 

4.62 C:\Database\SLI,L 




COCAINE 

OOOOSO-36-2 

99 


COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 



824516 .D 


Thu Apr 12 15:01:31 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C;\MSDCHEM\1\SYSTEM7\04_12_12\824517,D 

Operator : KAC 

Date Acquired : 12 Apr 2012 15:05 

Sample Name 
Submitted by 
Vial Number : 17 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 

4000000 

3000000 

2000000 

1000000 


TIC: 82451 T.DUtaia.ms 


4.$22 


2.742 


3.791 


OLpr-T 

T!me-> 2.00 

3.00_ 

' ^ i 
4.00, 

1 1 1 t J 1 I' 1 1 
_5.,00 _ _ 6.00 

■' ' ‘ ' 

_J.OO 

1—1—j—1—1— 1 —r—j—1—5—r—1—j—1—j j i : i ■■ r—| j t i i 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 



T^rea 

Area % 

Ratio % 

2.742 



981914 

11.03 

12.85 

3.791 



278710 

3.13 

3.65 

4.622 



7639584 

85.84 

100.00 


824517.D 


Thu Apr 12 15:17:14 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

C;\MSDCHEM\1\SYSTEM7\04_12_12\824S17.D 
KAC 

12 Apr 2012 15:05 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


KAC 
17 

DRUGS.M 


Integrator 

: RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 
Minimum Quality; 80 

PKlf 

RT 

Library/ID 

CAS# Qual 

1 

2.74 

C; \Database\NIST05a.L 

Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 

000062-44-2 98 
000062-44-2 98 
000062-44-2 98 

Abundance 


Average of 2.711 to 2.928 min : 824517.D\dala.ms (-) 


80 

60 

40 

20 

0 


1(1)3 


43 


63 


80 


65 


87 94 


179 


137 


122 


150 161 


m/z-> 10 

Abundance 

80 

60 

40 

20 

0 


I , . I I I , , , I I M I l |-t 4 l | I | . i I' l f I i . ■ > I ' r i i r t f I r r | ■ . ‘ i r it T-r;-iri-rT'^ 

) 20 30 40 60 60. . 70 80 JO 100 110 J20 130 14O_JJ0. 160_ 170 180 


#42241; Acetamide, N-(4-efhoxyphenyl)- 
168 


43 


53 


80 


m/z-> 


10 


15 j| 99 92 1 122 I 150 161 

T^rl-rTT-M-i-i T l V‘ I I ■ • 1 ' ‘ " I ' ■ " I ' ' .' 

\ 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


179 


137 


824517.D Thu Apr 12 15:17:14 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 



File Name 

C:\MSDCHEM\1\SYSTEM7\04 12 

12\824517.D 


Operator 

KAC 



Date Acquired 

12 Apr 2012 15:05 



Sample Name 




Submitted by 

KAC 



Vial Number 

17 



Acqu i s i t ionMe th 

DRUGS .M 



Integrator 

RTE 



Search Libraries; C;\Database\SLI.L 

fiinimum 

Quality: 80 


C:\Database\NIST05a.L 

C: \Database\PMW__TOX2 .L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


2 3.79 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



824517.D 


Thu Apr 12 15:17:15 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : C:\MSDCHEM\l\SYSTEM7\04_12_12\824517.D 

Operator ; KAC 

Date Acquired : 15 ; 05 

Sample Name : 

Submitted by : KAC 

Vial Number ; 17 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

3 

4.62 

C:\Database\SLI.L / 





COCAINE 1 ' 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



Abundance # 59 : COCAINE 



m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


824517.D Thu Apr 12 15:17:15 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\04__12_12\824518 .D 
KAC 

12 Apr 2012 15:21 


KAC 

18 

DRUGS . M' 
RTE 



1000000 


Time-> 


TIC; 824518-D\dala.ms 


6.888 


6.00 


7.00 


8.00 


' I ' 
9.00 


T" 


T" 


X 


10.00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 

2.584 

141272 

1.22 

1.66 

2.742 

2343004 

20.19 

27.52 

3,786 

490587 

4.23 

5.76 

4.622 

85i4708 

73.36 

100.00 

5.888 

116567 

1.00 

1.37 


824518. D Thu Apr 12 15:32:44 2012 Page 1 
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Area Percent / Library Search Report 


Information from 

Data Pile: 



File Name : 

C:\MSDCHEM\1\SYSTEM7\04 12 

12\824518,D 


Operator ; 

KAC 



Date Acquired ; 

12 Apr 2012 15:21 



Sample Name ; 




Submitted by : 

KAC 



Vial Number : 

18 



AcquisitionMeth: 

DRUGS.M 



Integrator : 

RTE 



Search Libraries 

C;\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

C;\Database\PMWTOX2.L 

Minimum 

Quality: 80 

PK# RT Library/ID 

CASH 

Qual 


1 2.58 C:\Database\NIST05a.L 


Alio-Inositol 

000643-10-7 

90 

Scyllo-Inositol 

000488-59-5 

74 

Neo-Inositol 

000488-54-0 

74 


Abundance 

80 


Average of 2.366 to 2.705 min.: 824518.b\data.ms (-) 
7i3 


60 

40 




20 

0 


60 

43 

, 1‘lU ‘ iYrd tVA 
40 _ 50_ ._ 60 



82 


70 80 


91 

90 


102 

I 108 122 129 144 152 

T |-t- [ I I’ l T] r I' t r-r-ry-r 

100 J10. J 20 130 140 15^ 160 170 180 


Abundance 


#43354: Atto-lnositol 



824518.D 


Thu Apr 12 15:32:44 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824518.D 

KAC 

12 Apr 2012 15;21 


KAC 

18 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality.- 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 2.74 C;\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 98 
Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 98 
Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 97 



824518.D Thu Apr 12 15:32:45 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824518.D 
KAC 

12 Apr 2012 15:21 


KAC 

18 

DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_T0X2.L 

r4inimum Quality 
Minimum Quality 

: 80 

; 80 

PK# 

RT Library/ID 

CAStt 

Qual 


3 3.79 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazoie, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 



824518.D 


Thu Apr 12 15:32:45 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824518.D 

KAC 

12 Apr 2012 15:21 


KAC 

18 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID CAS# Qual 

-----• . " 7 " - 

/ 

4 4,62 C; \Database\SLI. L ''' 

COCAINE 000050-36-2 99 

COCAINE 000050-36-2 99' 

COCAINE 000050-36-2 99 



824518.D Thu Apr 12 15:32:46 2012 Page 5 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\MSDCHEM\l\SYSTEM7\ 04_12^12\824518.D 


Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


KAC 


12 At 


2012 


KAC 

18 

DRUGS . M' 
RTE 


15 : 21 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

; 80 



C:\Database\NIST05a.L 

Minimum Quality 

: 80 



C; \Database\PMW_TOX2.L 



PKtt 

RT 

Library/ID 

CAS If ( 

3ual 

5 

5.89 

C;\Database\PMW TOX2.L 





Cocaine‘-M (benzoylecgonine) 

000519-09-5 

96 



Benzoic acid 

000065-85-0 

3 b 



Endogenous biomolecule 2AC 

000000-00-0 

14 



824518.D Thu Apr 12 15:32:46 2012 


Page 6 
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Area Percent / Library Search Report 


Information from Data File: 

C; \MSDCHEM\1\SYSTEM7\04_12_12\824519.D 
KAC 

12 Apr 2012 15:37 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

19 

DRUGS.M 
RTE 



Ret. Time Area Area % Ratio % 


2.573 
2.737 
3.791 
4.617 


143679 1.85 2.53 

301356 3.88 5.31 

1646733 21.20 29.02 

5674369 73.07 100.00 


824519.D Thu Apr 12 15:48:18 2012 


Page 1 
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Area Percent / Iiibrary Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


uaca I'li.e: 

C;\MSDCHBM\1\SYSTEM7\04_12_12\824519.D 

KAC 

12 Apr 2012 15:3? 


KAC 

19 

DRUGS.M 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI,L 
C:\Database\NIST05a.L 
C;\Database\PMW_TOX2.L 


Library/ID 


2.57 c;\Database\NIST05a.L 
Muco- Inositol 
Allo-Inositol 
Scyllo-Inositol 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAS ft 1 

Qual 

000488-55-1 

90 

000643-10-7 

83 

000488-69-5 

74 


Abundance 

80 

60 

40 

20 

0 

m/z-> 


43 


Average of 2.398 So 2.706“min.; 8245T9.D\dafa.ms (-) 
/(3 


60 


40 


51 


id 


102 

oc 91 I 122 138144 152 

I 'l 1 , ri lit I rT-|"l I ' l « I ' l -r i i | ' V-fi , ■ , . i | ■ ■ . . | ' ' T~ 


70^0^_ .1.00 lig_ .lk_130 l-iO 150.,,, 160 ,._170_^ 180 



824519 .D 


Thu Apr 12 15:48:19 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\04_12__12\824519.D 

KAC 

12 Apr 2012 15:37 


KAC 
19 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L 

G:\Database\MIST05a,L 
C: \Database\PMW__TOX2 .L 

PK# RT Library/ID 


Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 


2 2.74 


Abundance 


C:\Database\NIST05a.L 
Acetamide, N-{4-ethoxyphenyl)- 
o-Acetylphenetidine 
Acetamide, N-(4-ethoxyphenyl)- 


Averaqe of 2,705 fo 2.949 min.: 824519.D\data.ms 
108 


000062-44-2 

98 

000581-08-0 

97 

000062-44-2 

97 

(d.. 



80 




824519 .D 


Thu Apr 12 15:48:19 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 

AcquisitionMeth 

Integrator 


r 4-» 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824519.D 

KAC 

12 Apr 2012 15:37 


KAC 
19 

DRUGS.M 
RTE 


Search Libraries: C: \Database\SLI,L 

C :\Database\NIST05a,L 

Minimum Quality; 80 
Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 

CAS ft Qual 


3 


3 79 C:\Database\NIST05a.L 

Imidazo[2, 1-b] thiazole, 
Imidazo[2 ,1-b] thiazole, 
Imidazo[2, 1-b] thiazole, 


2,3,5,6-tet 006649-23-6 99 
2!3,5,6-tet 014769-73-4 98 
2,3,5,6-tet 014769-73-4 98 


Abundance 


m/z--> 


Average of 3.748 to 4.050 min.: 824519.D\data,ms (-) 
148 



245 


281 





824519,D 


Thu Apr 12 15:48:20 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824519.D 

KAC 

12 Apr 2012 15:37 


KAC 

19 

DRUGS . m' 
RTE 


Search Libraries; C; \Database\SLI'.L 

C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


4 4.62 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


Minimum Quality; 80 
Minimum Quality; 80 


CAS# 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 



824519.D 


Thu Apr 12 15;48;20 2012 


Page 5 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name ; 
Submitted by = 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

Cl \MSDCHEM\1\SYSTBM7\04__12_12\824520 .D 

KAC 

12 Apr 2012 15 I 52 

KAC 

20 

DRUGS.M 
RTE 



Ret, Time 


Area 


Area % Ratio % 


2.536 
2.737 
3.791 
4.622 


109317 

132221 

1878172 

6808127 


1.22 

1.48 

21.04 

76.26 


1.61 
1.94 
27.59 
100.00 


824520 .D 


Thu Apr 12 16:03:57 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\B24520.D 

KAC 

12 Apr 2012 15:52 

20 

DRUGS .M 
RTE 


Search Libraries; C; \Database\SLI.L 

C;\Database\NIST05a.L 
C;\Database\PMH_TOX2.L 

PKtt RT Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAS ft Qual 


2.54 c; \Database\PMl’J_T0X2 . L 
Valproic acid 
Myristic acid. 
Pholcodine-M 3TMS 


000099-66--1 4 
000544-63-8 2 
000000 - 00-0 1 



824520.D 


Thu Apr 12 16:03:57 2012 


Page 2 


Corbett email PRR 020750 





Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


2 . ■ 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824520.D 

KAC 

12 Apr 2012 15:52 


KAC 
20 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Datataase\PMW_TOX2.L 

PK# RT Library/ID 


2,74 C'l \Databa3e\NIST05a . L 

Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 


Minimum Quality: 80 
Minimum Quality: 80 


CAStt Qual 


000062-44-2 98 
000062-44-2 98 
000062-44-2 97 



824520 .D 


Thu Apr 12 16:03:58 2012 


Page 3 


Corbett email PRR 020751 





Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\NSDCHEM\1\SYSTEM?\04_1212\824520.D 
KAC . 

12 Apr 2012 15:52 


KAC 
20 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C: \Database\PM^-J_TOX2 . L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAStt Qual 


3 


3.79 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 


2,3,5,6-tet 006649-23-6 99 

2,3,5,6-tet 014769-73-4 98 

2,3,5,6-tet 014769-73-4 98 



824520.D 


Thu Apr 12 16:03:58 2012 


Page 4 


Corbett email PRR 020752 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


C;\MSDCHEM\1\SYSTEM7\04_12 12\824520 ,D 

KAC 

12 Apr 2012 15:52 


KAC 

20 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C; \Database\PM'J_TOX2 . L 


PKjf RT Library/ID 


4.62 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


Minimum Quality 

; 80 

Minimum Quality 

; 80 

CAS# 

Quai 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 



824520.D 


Thu Apr 12 16:03:59 2012 


Page 5 


Corbett email PRR 020753 





Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


uaca 

C;\MSDCHEM\1\SYSTEM7\04_12_12\824521.D 

KAC 

12 Apr 2012 16:08 

BLANK 
KAC 
2 

DRUGS . M 
RTE 


Abundance 

2500 


2000 


1500 


1000- 


500' 


1 . r—i-T ‘ 1 ' ■ 

'Time“-> 2.00 3.00 _ 


T!C: 824521 .DWata.ms 



5.00 


^ 6.00 


7.00 


8.00 


, . --r I . I I I 

9.00 10,00 __ 1t00 _ 12.00 _ 


Ret. Time 


Area Area % 


Ratio % 


***N0 INTEGRATED PEAKS*** 


824521.0 


Thu Apr 12 16:19:40 2012 


Page 1 


Corbett email PRR 020754 




Area Percent / Library Search Report 




Ret, Time 

Area 

Area % 

Ratio % 


2.737 

3 . 786 

4,617 

829868 

290022 

5698226 

12.17 

4.25 
83.57 

14.56 

5.09 

100.00 

. 


824522.0 


Thu Apr 12 16:35:19 2012 


Page 1 


Corbett email PRR 020755 







Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


ca i'lre: 

C; \MSDCHEM\l\SySTEM7\04_12_12\824522 .D 

KAC 

12 Apr 2012 16:24 


KAC 
22 

DRUGS.M 
UTE 


Search Libraries: 


PKtt RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C;\Database\PMH_TOX2.L 

Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


2 74 C:\Database\WIST05a.L 

Acetamide, N-(4-ethoxyphenyl) 
Acetamide, N- (4-ethoxyphenyl) 
Acetamide, N- {4-ethoxyphenyl) 



CAS# 

Qual 


000062-44-2 

98 


000062-44-2 

98 


000062-44-2 

98 


Abundance 


80 


60 


40 


20 


Average of 2 700 to ^991 min : 824522.D\data.ms (-) 

108 


43 


63 


80 


,1 66 

I I I'i'l Ij i I 


91 


179 


137 


122 
1 I I I I i r p 


160 162 

1 I I I I I I ( I'VIT 


.10_ 20 30 _40._. 


M 160 170_ 160 





824522.D 


Thu Apr 12 16 ; 35; 20 2012 


Page 2 


Corbett email PRR 020756 





Area Percent / Library Search Report 


Information from File 

File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 

AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\04_12_12\824522.D 

KAC 

12 Apr 2012 16:24 


KAC 
22 

DRUGS.H 
RTE 


Search Libraries: C 

C 

c 


\Database\SLI.L 
\Database\NISTOSa.L 
\Database\PMW_TOX2.L 


PKtt 


RT 


Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAS# 


Qual 


2 


3 79 C:\Database\NIST05a.L 

Imidazo[2, 1-b]thiazole, 

Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 


2 , 3 , 5 , 6 -tet 006649-23-6 99 
2 , 3 , 5 , 6 -tet 014769-73-4 98 
2!3,B,6--tet 014769-73-4 98 



824522 .D 


Thu Apr 12 16:35:20 2012 


Page 3 


Corbett email PRR 020757 






Area Percent / Library Search Report 


Information from Data File: 
File Name 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\04_ 

KAC 

12 Apr 2012 16:24 


KAC 

22 

DRUGS.M 
RTE 


12 12\824S22.D 


Search Libraries: 


C;\Database\SLI. L 
C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


PKtt RT Library/ID 

__----- 7 ^ 

3 4.62 C:\Database\SLI.L 

COCAINE i/' 

COCAINE 

COCAINE 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qua! 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



824522.D 


Thu Apr 12 16:35:21 2012 


Page 4 


Corbett email PRR 020758 






Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


J.- J, J.v-' . 

C;\MSDCHEM\1\SYSTEM7\04 

KAC 

12 Apr 2012 3i6;39 


KAC 
23 

drugs.M 

RTE 


12 12\824523 


Abundance 

t 

4000000^ 

3000000 


TIC; 824523.DVdala.ms 


4.417 


2000000 

1000000 




3.785 

1 .. 1-1 -T ' i ■ I J y-VT ^ f— 

0 

Time-> 1 

2.00 

(111! |—!-T-' 

3.00 4.00_ 

5,00 _ _6.00 

_ 7^0 

5,00 9.00 IP-QO - -. 

Ret. Time 


Area 

Area % 

Ratio % 

2.737 
3.785 
4 .617 



889857 

145453 

5827559 

12.97 
2.12 
84.91 

15.27 

2.50 

100.00 


824523 .D 


Thu Apr 12 16:50:58 2012 


Page 1 


Corbett email PRR 020759 





Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\04_ 
KAC 

12 Apr 2012 16:39 


KAC 
23 

DRUGS.M 
RTE 


12 12\824523 .D 


Search Libraries; C;\Database\SLI.L 

C;\Database\NIST06a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: QO 
Minimum Quality: 80 


CAStt Qual 


2.74 C:\Database\NIST05a.L 

Acetamide, N- {4-ethoxyphenyl) 
Acetamide, N- (4-ethoxyphenyl) 
Acetamide, N- (4-ethoxyphenyl} 


_ 

000062-44-2 

98 

_ 

000062-44-2 

98 

_ 

000062-44-2 

97 



824523.D 


Thu Apr 12 16:50:58 2012 


Page 2 


Corbett email PRR 020760 





Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824523.D 

KAC 

12 Apr 2012 16:39 


KAC 
23 

DRUGS.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 

Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PKlf 

RT Library/ID 

CAS# Qual 


3.79 


C:\Database\NIST05a.L ^ ^ ^ 73-4 

ImidaEo[2,l-b]thiazole, 2,3,5,6-tet 014769-73 4 
Itnidazo[2,l-b]thiazole, 2,3,5,6-tet 
Tmidazo[ 2 ,l-b]thiazole, 2,3,5,6-tet 006649-23-6 


98 

98 

97 



824523 .D 


Thu Apr 12 16:50:59 2012 


Page 3 


Corbett email PRR 020761 





Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\04_ 
KAG 

12 Apr 2012 16:39 


KAC 

23 

DRUGS.M 
RTE 


12 12\824523 .D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 

RT Library/ID 

CAS# 

Qual 

3 

4.62 C:\Database\SLI.L 

COCAINE . /' 

COCAINE 

COCAINE 

000050-36-2 

000050-36-2 

000050-36-2 

99 

99 

99 



824523.D 


Thu Apr 12 16:50:59 2012 


Page 4 


Corbett email PRR 020762 




Area Percent / Library Search Report 


File Name : C: \MSDCHEM\l\SYSTEM7\04_12_^12\824S24. D 

KAC 

12 Apr 2Q12 16:55 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

24 

DRUGS.M 
RTF 


TIC: 824524.D\da{a,ms 



3000000 

2000000 

1000000 




3.785 

1 ^ -f 1 1 1 < 1 --E ~1- 

0 

Time-> : 

Lr-T-r-T-' 

2.00 

V-| r-T-r-1' i-T-T-^ 

3.00 4.00 

p-r 1 -r-t-j-r- 

5.00 .. 6.00 

J'.OO 

8.00 9.00 10.00 .11 00 12.00 . _ 

Ret. Time 


Area 

Area % 

Ratio % 

2.737 
3.785 
4,617 



1156982 

189930 

5590480 

16.68 

2.74 
80.58 

20.70 

3.40 

100.00 


824524 .D 


Thu Apr 12 17:06:37 2012 


Page 1 


Corbett email PRR 020763 





Area Percent / Library Search Report 


Information from Data File; „ 

File Name ; C ; \MSDCHEH\l\SYSTEM7\04_12_12\824524, D 

KAC 

12 Apr 2012 16:55 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 
24 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C; \Database\PMV'J_TOX2 .L 


PK# 


RT 


Library/ID 


2.74 


C:\Database\NIST05a.L 
Acetamide, N-(4-ethoxyphenyl) 
Acetamide, N-(4-ethoxyphenyl) 
O”Acetylphenetidine 


Minimum Quality: 80 
Minimum Quality: 80 


CAS ft 

Qual 

000062-44-2 

98 

000062-44-2 

98 

000581-08-8 

97 


Abundance 

80 

60 

40 

20 


Average of 2.700 to 2.965 min.; 824524.D\data.ms (-) 

1<S8 


43 


53 


80 


I 73 

tT-rfl t-rn-fi V i I I'T- V t* 


91 

III! f'I ' l I I ' fr i -I * 


179 


137 


122 131 Ji 
1 111 1 111 1 1 


150 161 


120,.. 130 ,L40 _150 160..170^ 1_80_ 


m/z—> 10 20 30 

Abundance 

80 

60 

40 

20 

0 


#42243; Acetamide, N-(4-ethoxyphenyl)- 
1(68 



m/z-> 10 20 30 40 50 60 70 80 90 


100 110 120 130 140 150 160 170 180 


824624 .D 


Thu Apr 12 17:06:37 2012 


Page 2 


Corbett email PRR 020764 





Area Percent / Library Search Report 


Information from Data File; 

—j 'i , iTOiSii 

File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 

AcquisitionMeth 
Integrator 


Data File; 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824524,D 

KAC 

12 Apr 2012 16;55 


KAC 
24 

DRUGS.N 
RTE 


Search Libraries: 


PK# RT 


3.79 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:XDatabaseXPMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


CASJI 


Qual 


C:\Database\NIST05a.L ^ ^ h t- ?3-6 

Imida.o[2,l-b]thiazole, 2,3,5,6-tet 006649-236 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 0066 3 6 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769 


98 

98 

97 


Abundance 

80 

60 

40 

20 

0 


Average of 3.743 to 3.987 min.: 824524.D\data.ms (-) 
148 


73 


51 

L/l-ilililit'jHiW}' 


63 


101 


89 


121 






204 


I ’ .1 . . , An Aa onn n^ n OOfl onfl 9an 


345 281 
Tti 11 H n 11H [ JI ir] I'T* 


m/z-> 40 60 60 70 80 90 100 1 





824524 .D 


Thu Apr 12 17:06:38 2012 


Page 3 


Corbett email PRR 020765 





Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


1' 4- j.• 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824524.D 

KAC 

12 Apr 2012 16:55 


KAC 

24 

DRUGS.M 
RTE 


Search Libraries: 


C;\Database\SLI. L 
C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 


PKft 


RT 


Library/ID 


4.62 


C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


i- 




Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAS# 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 



824524.D 


Thu Apr 12 17:06:38 2012 


Page 4 


Corbett email PRR 020766 




Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

integrator 


from Data File: n 

C : \MSDCHEM\ 1 \SYSTEM7\ 04_12__12\ 824 525 . D 

KAC 

12 Apr 2012 17:11 


KAC 
25 

DRUGS 

RTE 


M 


Abundance 

4000000- 

^ 3000000 

2000000 

1000000 


TIC: 824625,D\data.ms 


4417 


2.737 


2 . 5 . 

Time--> _ 2.00 


3.785 


3.00 


-i-p-r- 

4.00 


6.00 


6.00 


7.00 


Ret. Time 


Area Area % Ratio % 



2.546 
2.737 
3,785 
4.617 


123558 

720132 

284988 

6263392 


1.67 
9.74 
3.86 
84.73 


1.97 
11.50 
4.55 
100.00 


824525 .D 


Thu Apr 12 17:22:21 2012 


Page 1 


Corbett email PRR 020767 





Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File; 

C:\NSDCHEM\1\SYSTEM7\04_12_12\824525.D 

KAC 

12 Apr 2012 17:11 


KAC 
25 

DRUGS.M 
RTB 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2.55 C:\Database\NIST05a.L 
1-Inositol 
Inositol 
Allo-Inositol 


1000007-49-1 83 

006917-35-7 78 

000643-10-7 78 


Abundance 

80 


Average of 2.366 to 2.711 min.: 824625.D\ciata.ms (-) 
7f3 



60' 

40 


m/z-> 


20 


0 


60 


43 


tT+i -flnrlT T I I rf l-fft TT - i i . I j I I I I j i i 


35 40 


81 

45 50 55 60 66 70 75 80 85 


102 



go 95 100 105 110 116 


144 

[ j [ M t I ^ 1 M I [ Tr TT- 

135 140 145 


824525 .D 


Thu Apr 12 17:22:22 2012 


Page 2 


Corbett email PRR 020768 






Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C; \MSDCHEM\l\SySTEM7\04_12_12\824525.D 

KAC 

12 Apr 2012 17:11 


KAC 

25 

DRUGS,M 
RTE 


Search Libraries: 


PKtt RT 


2.74 


C:\Database\SLI.L 
C;\Database\NIST05a.L 
c:\Database\PMW_TOX2.L 


Library/ID 


C;\Database\NIST05a.L 
Acetamide, N-{4 -ethoxyphenyl) 
Acetamide, N-(4 -ethoxyphenyl) 
Acetamide, N-(4 -ethoxyphenyl) 



Minimum Quality 

: 80 


Minimum Quality 

; 80 


CASK 

Qual 


000062-44-2 

98 

_ 

000062-44-2 

98 

_ 

000062-44-2 

97 



824525.D 


Thu Apr 12 17:22:22 2012 


Page 3 


Corbett email PRR 020769 





Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionNeth 

Integrator 


CAMSDCHEM\1\SYSTEM7\04_12_12\824525.D 

KAC 

12 Apr 2012 17:11 


KAC 
25 

drugs.M 
RTE 


Search Libraries: 


\Database\SLI.L 
XDatataaseXNISTOBa.L 
\DatabaseXPMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


CAStt 


Qual 


3 79 C:\DatabaseXNIST05a.L , ^ g-tet 006649-23-6 

lmidazo[ 2 ,l-b]thiazole, 2,3,5,6 tet 

lmidazo[2,1-b] thrazole, ' ' 014769-73-4 

Tmidazof2,l-b]thiazole, 2, 3,5,6 tet 


98 

98 

98 



824525 , D 


Thu Apr 12 17:22:23 2012 


Page 4 


Corbett email PRR 020770 






Area Percent 


/ Library Search Report 



Information from Data File 
File Name 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

integrator 


Data File: 

C:\MSDCHEM\1\SYSTEM7\04 

KAC 

12 Apr 2012 17:11 


KAC 
25 

drugs.M 

RTE 


12_12\824525.D 


Search Libraries; 


C; \Database\SIjI. D 

C;\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 


Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAS# 


Qual 


4 62 C:\Datataase\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 

000050-36-2 

000050-36-2 


99 

99 

99 



Thu Apr 12 17;22;23 


2012 


page 5 


824525 .D 


Corbett email PRR 020771 









Araa Percent / Library Search Report 



“f^Namf" ?AMs5Sm\1\SYSTEM7\C14_12_12\824526.D 

^ ^ ^ vrfLj^ 


Operator 
Date Acquired 
Sample Name 
submitted by 
Vial Number 

AcquisitionMeth 

integrator 


KAC 

^^Apr 2012 

KAC 
26 

drugs.M 

RTE 


17:26 


search Llbrariee. Vg^Sle^SsTOSa.L 

C:\Database\PMW_TOX2.L 


PKlf 


RT 


Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


CASH 


Qual 


2.74 


C•\Database\NIST05a.L 

Acetamide, (4-ethoxyphenyl 
Acetamide, N- (4-ethoxyphenyl) 

o-Acetylphenetidine 


000062-44-2 98 
000062-44-2 98 
000581-08-8 97 



824526,D 


Thu Apr 12 17:38:01 2012 


Page 2 


Corbett email PRR 020773 







Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 


C AMsShBMX 1 \SYSTEM7\ 04_12_12\824526 . D 

KAC 

12 Apr 2012 17:26 


KAC 
26 

DRUGS ■■ M 
RTB 


Search 

Libraries 

; C:\Database\SLI.L 

C;\Database\NIST05a.L 

Minimum Quality: 80 
Minimum Quality: 80 



C:\Database\PMW_TOX2.L 

CAStt Qual 

PK# 

RT 

Library/ID 


3.79 


:;:\Database\NIST05a.L g.tet 014769-73-4 

lmidazo[ 2 ,l-b]thrazole, 2,3,5,6 tet 

Imidazo[2, 1-b]thiazole, 2, , , 006649-23-6 

Tm-lr4azor2,l-blthiazole, 2,3,5,6-tet oobb^^ 


98 

98 

98 



824526 .D 


Thu Apr 12 17:38:01 2012 


Page 3 


Corbett email PRR 020774 





Area Percent / Library Search Report 



information from Data File 

\ Mar\nuVf. 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


?AMSDCHEMX1\SYSTEM7\04„12„12\824526,D 
KAC 

12 Apr 2012 17:26 


KAC 
26 

DRUGS.M 
RTE 



Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 

C: \Database\PMW_TOX2.L 


PK# 


RT 


Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAStt 


Qual 


:\Database\SLI.L 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 

COCAINE 






824526 .D 


Thu Apr 12 17:38:02 2012 


Page 4 


Corbett email PRR 020775 






Area Percent / Library Search Report 


Information from DataFilej 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


C;\MSDCHEM\1\SYSTEM7\04_12_12\824527.D 

KAC 

12 Apr 2012 17:42 

BLANK 

KAC ' 

2 

DRUGS.M 

RTE i'' 


Abundance 


2500 


2000 


1500 


1000 


500 


0 

Time-> : 

2.00 3.00 ^ .4-00 


TIC; 824527.0\daJa.ms 



Ret. Time 


Area 


Area % Ratio 


***N0 INTEGRATED PEAKS*** 


824527.D 


Thu Apr 12 17:53:42 2012 


Page 1 


Corbett email PRR 020776 





Area Percent / Library Search Report 




Ret. Time 


4.606 


Area Area % 


2043875 100.00 


Ratio % 


100.00 


824529.D 


Thu Apr 12 18:24:50 2012 


Page 1 


Corbett email PRR 020778 





Area Percent / Library Search Report 



Information from Data File^ 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


C •. \MSDCHEM\1\SYSTEM7\04_12 12\824529 . D 

KAC 

12 Apr 2012 18:13 

COCAINE STD 


DRUGS.M 
RTE 



Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAStt Qual 


4.61 C:\Database\SLI.L / 

COCAINE /' 

COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



824529.D 


Thu Apr 12 18:24:51 2012 


Page 2 


Corbett email PRR 020779 





Area Percent / Liibrary Search Report 



Information from bata^File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\SYSTEM7\04_12_12\824530 .D 

KAC 

12 Apr 2012 18:29 

BLANK 
KAC 
2 

DRUGS.M 
RTE 




Abundance 

2000 

1500 

1000 


O' I t j I ' j I I I" 
Time-> 2.00 .3,00 ^ 4,00 MO 


TIC: 824530.D\data,ms 





6.00 


Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


824530.D 


Thu Apr 12 18:40:29 2012 


Page 1 


Corbett email PRR 020780 




Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


from Data File: n 

C : \MSDCHEM\1\SYSTEM7\04__12_12\824531 . D 

KAC 

12 Apr 2012 18:44 


KAC 
31 

DRUGS.M 
RTE 


Abundance 


3000000 


iX 

4.$12 


TIC: 824531.D\dala.ms 


2000000 


2,737 


1000000 




3.785 j 

_. . ..., -^1 i -■ -r-rr-T-r I 'T 1-' i -T--'— 

0 

Tlme--> : 

Lpr— T-r-^ 

2-00_ 

^ 'I -r-r--T V [--1—1-3 

3.00 4,00 

6,00 ._6.00 

-r-T—f } r-r—r 

_ 7.00_. 

8 00 9.00 10.00 11.00 .12.00. 

Ret. Time 


Area 

Area % 

Ratio % 

2,737 
3.785 
4.612 



1078301 

165415 

4526667 

18.69 

2.87 

78,45 

23.82 

3.65 

100.00 


824531.D 


Thu Apr 12 18:56:07 2012 


Page 1 


Corbett email PRR 020781 






Area Percent / Library Search Report 



Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


C: \r4SDCHEM\l\SYSTEM7\04_12_12\824531 , D 

KAC 

12 Apr 2012 18;44 


KAC 

31 

DRUGS.M 
RTE 


Search Libraries 


C:\Dababase\SLI.L 
C; \Database\NIST05a.L 
cr\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# RT Library/ ID 


2.74 C; \Database\NIST05a.L 

Acetamide, N- {4-ethoxyphenyl)- 
Acetamide, w-(4-ethoxyphenyl)- 
o-ACetylphenetidine 


CAStt Qual 


000062-44-2 98 
000062-44-2 98 
000581-08-8 97 


Abundance 


80 


60 


40 


20 


Average of 2,705 to 2.917 mfn.; p4531.D\data.ms (-) 


43 


137 


53 


65 90 I 120 129 

, , , | l|l | 1 , . , . ■ ly 

' _L Ann •i4A A*)(\ 


160 161 




179 



824531 .D 


Thu Apr 12 18:56:08 2012 


Page 2 


Corbett email PRR 020782 





Area Percent / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator. 


C:\MSDCHEM\1\SYSTBM7\04_12_12\824 S 31.D 
KAC 

12 Apr 2012 18:44 


KAC 
31 

DRUGS,M 
RTE 


Search Librariea; 


PK# 


RT 


C;\Datataase\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


CAS# 


Qual 


3,79 C:\Database\NIST05a.L ^ ^ ni/icfio 73-4 

lmidazo[2,l-b]thiazole, 2,3,5,6-tet 01^^69 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23 6 

ImidaEo[2,l-b3thiazole, 2,3,5,6-tet 006649-23 6 


98 

98 

97 


Abundance 


m/z-> 20 

Abundance 

80 

60 

40 



Average of 3.754 to 3.992 min.: 824531.DWala.ms (-) 
148 • 



i| , liibi 

.160 iio ’ 2^00 _2k.. -.24Q ^260 _ 280 


60 _ao 

«59447: lmidazot2,1-bilhlazol8. 2;3.5,6-tetfahydro-6-phenyl-, (S)- 

lls 204 


20 


51 


28 30 I 
115 li. i.ii.L iiiM.iii y 

5 r 'l yn > 1 < j 1 I I 



m/z-> 


20 40 


8^ 100 120 140 160. .180. 


200 220 240 260 280 


824531.D 


Thu Apr 12 18:56:08 2012 


Page 3 


Corbett email PRR 020783 




Area Percent / Library Search Report 


information from ■,^1^S^STEM7\04„12_12\824531 .D 

KAC 

12 Apr 2012 18:44 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


KAC 
31 

DRUGS.M 
RTE 


Search Libraries: 


\Database\SLI. L 
\Database\NIST05a.L 
\Database\PMW__TOX2. L 


PK# RT 


Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAStt 


Qual 


4.61 C;\Database\SLI.L 

COCAINE i/ 

COCAINE 

COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



824531.D 


Thu Apr 12 18:66:09 2012 


Page 4 


Corbett email PRR 020784 







Area Percent / Library Search Report 



Ret. Time 

Area 

Area % 

Ratio % 

2.552 

2.742 

3 , 785 

4.617 

119918 

1487777 

221758 

6144029 

1.50 

18.66 

2.78 

77.06 

1.95 

24.22 

3.61 
100.00 

■ ■ ------------ 


824532.D 


Thu Apr 12 19:11:44 2012 


Page l 


Corbett email PRR 020785 




Area Percent / Library Search Report 


SS'Smt'’" ?AMSDChI«\1\SYSTEM7\04_12,12\824532.D 

KAC 

12 Apr 2012 19:00 


Operator 
Date Acquired 
Sample Name 
submitted by 
Vial Number 

AcquisitionMeth 


KAC 

32 

DRUGS.M 
RTE 


2,55 


C: \Database\NIST05a. L 
1 -Inositol 
Epi "Inositol 
Neo-Inositol 


Search 

Libraries 

; C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CASH Qnal 


1000007-49-1 83 

000488-58-4 78 

000488-54-0 72 


Abundance^ 

80 

60 

40 

20 


43 


Average of 2,377 to 2.705 min.: 824532.0\data.ms (-) 

T 


60 


55 


Oquuflllll' 1“ 


I i 1111 u I \ 1 h 


m/z-> 35 40 45 50 65_ 60 65 70 

Abundance 

80- 

60 

40 
20 


144 152 

t I ^ I r..7-r^rw|,,,,,.TTTTTTTm n ' I “ l-y 

fe^r^rJo^lMBII^I^ 130.135 140 145 150 155 


#43347:1-lnositot 


7f3 


60 


0i-pTT7tj+' 

m/z-> 35 40.. . 45 50. 55_ 


102 




824532 .D 


Thu Apr 12.19:11:45 2012 


Page 2 


Corbett email PRR 020786 








Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


c;\MSDCHEM\1\SYSTEM7\04_12_12\8 2 4 5 3 2.D 
KAC 

12 Apr 2012 19:00 


KAC 
32 

DRUGS.M 
RTE 


Search Libraries; 


PK# 


RT 


\Database\Sbl. L 
\Database\NIST05a,L 
\Database\PMW_TOX2.L 


Library/ID 


2 74 C:\Database\NIST05a.L 

Acetamide, N- (4-ethoxyphenyl) 
Acetamide, N- (4-ethoxyphenyl 
Acetamide, N-(4-ethoxyphenyl) 


Minimum Quality; 80 
Minimum Quality: 80 



CAStt 

Qual 


000062-44-2 

98 

_ 

000062-44-2 

98 

_ 

000062-44-2 

97 


Abundance 

80 

60 

-10 

20 


m/z-> 10 _20. 30_ 40 

Abundance 


Average of 2,705 fo 2.922 min.: 824532.D\dafa.ms (-> 

1(i8 



80 

65 72 I 91 


137 


.h-rTr‘iW;wt^. ■ - 
50 60 .70 ,_80 ._90 100 1 


1 . ' - ^ ..rt. Airr. -IC 


150 161 


179 


10 


120 130 140 150 160 170 180 


#42243: Acetamide, N-f4-elhoxyphenyi)- 
108 



m/z..> 10 20 30 40 50 60 70 80 90 


^100 120 130 140 150 160 170 180 


824532 .D 


Thu Apr 12 19:11:45 2012 


Page 3 


Corbett email PRR 020787 







Area Percent / Library Search Report 


Information from Data File. 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


C:\MSDGHEM\1\SYSTEM7\04_12_12\824532.D 

KAC 

12 Apr 2012 19:00 


KAC 
32 

DRUGS.M 
RTE 


Search Libraries: 


C; \Database\SLI.L 
C:\Database\NIST05a.L 
C: \Database\PMVJ_TOX2 .L 

Library/ID 


Minimum Quality; 80 
Minimum Quality: 80 


CAS It 


Qual 


3.79 C:\Database\NIST05a^L 3_5,6-tet 006649-23-6 98 

lmidazo[2,1-b]thrazoie, ' 014769-73-4 98 

Imidazo[2,1-b]thiazole, 2,3, , 006649-23-6 98 

Tn,iria:.or2,l-b]thiazole, 2,3,5,6-tet 00664J 23 



824532 .D 


Thu Apr 12 19:11:46 2012 


Page 4 


Corbett email PRR 020788 





Area Percent / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 

AcquisitionMeth 
Integrator 


Data File; 

C ; \MSDCHEM\1\SYSTEM7\04_12__12\824532 .D 

KAC 

12 Apr 2012 19;00 


KAC 
32 

DRUGS.M 
RTE 


Search Libraries; 


PKtt 


RT 


C;\Database\SLI.L 
C;\Database\NIST05a.L 
C: \Database\PMT'J_TOX2 .L 


Library/ID 


4.62 c;\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 




Minimum Quality 

; 80 

Minimum Quality 

: 80 

CAS# 

Qual 

000050-36-2 

99 , 

000050-36-2 

99 

000050-36-2 

99 



824532.D 


Thu Apr 12 19:11:46 2012 


Page 5 


Corbett email PRR 020789 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1\SYSTEM7\04_12_12\824533.D 

KAC 

12 Apr 2012 19:16 


KAC 
33 

DRUGS.M 
RTE 



Ret. Time 


Area 


Area % Ratio % 


852237 14.04 16.33 

5218130 85.96 100.00 


824533.D 


Thu Apr 12 19:27:23 2012 


Page 1 


Corbett email PRR 020790 





Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


JL- -t. ^ w . 

C; \MSDCHEM\1\SYSTEM7\04__12_12\824533 .D 

KAC 

12 Apr 20X2 19:16 


KAC 
33 

DRUGS.M 
RTB 


Search Libraries; C:\Databa3e\SLI.L 

C;\Database\NIST05a.L 
C:\Datataase\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


2.74 c;\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 


CASjf Qual 


000062-44-2 98 
000062-44-2 98 
000062-44-2 98 



824533 .D 


Thu Apr 12 19:27:23 2012 


Page 2 


Corbett email PRR 020791 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_1212\824533 .D 
KAC 

:16 

KAC 

33 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAStt 

Qual 

2 

4.62 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE . 

000050-36-2 

99 



824533.D Thu Apr 12 19:27:24 2012 Page 3 


Corbett email PRR 020792 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; C; \MSDCHEM\l\SYSTEM7\04_12_12\824534 .D 

KAC 

12 Apr 2012 19:31 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

34 

DRUGS.M 
RTE 

_ y"' 


Abundance 


TtC: 824634.D\cfata-ms 



Ret. Time 


Area Area % Ratio % 


2.742 
3.786 
4.617 


1062855 

151367 

5729417 


15.31 
2.18 
82.51 


18.55 

2.64 

100.00 


824534.D Thu Apr 12 19:43:02 2012 Page 1 


Corbett email PRR 020793 





Area Percent / Library Search Report 


Information from 

Data File: 



■File Name : 

C: \MSDCHEM\l\SYSTEr47\04_12 

12\824534.D 


Operator : 

KAC 



Date Acquired : 

12 Apr 2012 19 ; 31 



Sample Name : 




Submitted by ; 

KAC 



vial Number : 

34 



AcquisitionMeth; 

DRUGS.M 



Integrator ; 

RTE 



Search Libraries 

; C:\Database\SLI.L 

Minimum Quality 

80 


C:\Database\NIST05a.L 

Minimum Quality 

80 


C;\Database\PMN_TOX2.L 



PK# RT 

Library/ID 

CAS if Qual 


2.74 


Abundance 

80 

60 

40 

20 


C:\Database\NlST05a.L 
Acetamide, N-(4-ethoxyphenyl) 
Acetamide, N-H-ethoxyphenyl) 
o-Acetylphenetidine 


Average of 2.700 to 2.975 min.: 824534.D\data.ms ( 
108 


000062-44-2 

98 

000062-44-2 

98 

000581-08-8 

97 

f-1 ‘ 



43 


53 


80 


I 65 

l-TT-j' I f t q - dV. t y r rft 


90 

'I K I I' l' l n j-, i - t' 


179 


137 


122 

■I" I■' 


I, 150 161 

I j I i ir |T 


207 


m/z-> 10 ’ 20 ^ 30 * 40 50 60 70 ._8’o_ 90 100 lio 120 J30. 1.^0 150 .160 170_ 1.80 190 200_ 


Abundance • 


80 


60 

40 

20 


43 


15 




U 

10 


27 ^ ^ ^ ^ 


20 30 


*7 

40 


53 


#42243: Acetamide, N-(4-ethoxyphenyl)- 
1(>I8 


80 


50 


60 


65 


91 

1 M > i ^r'tTT f J ‘ i 


120 _ 

r| I I I , j J 


179 


137 


^ 1 50 ^ ^ ^164 




70 80 90 100 110 120 130 140 150 160 170 J80 190 200 


824534.D Thu Apr 12 19:43:02 2012 


Page 2 


Corbett email PRR 020794 




Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data Pile; 

C;\MSDCHEM\1\SYSTEM7\04_12_12\824534,D 

KAC 

12 Apr 2012 19:31 


KAC 

34 

DRUGS, 
RTE 


Search Libraries: C;\Database\SLI.L 

C;\Database\NIST05a.L 
C ; \Database\PMVJ__TOX2 . L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


2 3.79 C:\Database\NIST05a,L 

Imidazo [2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-ta]thiazole, 2,3,5,6-tet 006649-23-6 97 



824534.D Thu Apr 12 19:43:03 2012 


Page 3 


Corbett email PRR 020795 





Area Percent / Library Search Report 


Information from Data File; 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824534.D 
KAC 

12 Apr 2012 19:31 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator ; 


KAC 

34 

DRUGS.M 
RTE 


Search 


PKft 


3 


Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


RT Library/ID 


4,62 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 



Minimum Quality: 80 
Minimum Quality: BO 


CAS If Qual 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



824534.D 


Thu Apr 12 19:43:03 2012 


Page 4 


Corbett email PRR 020796 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824535.D 

KAC 

12 Apr 2012 19:47 


KAC 

35 

DRUGS,M 
RTE 


AburKfance 




TIC: 824535.0\data.ms 



8.00 


-T-pi- 

9.00 


10.00 


' I ' ‘ 
11.00 


12.00 


Ret. Time 


Area Area % Ratio % 


2.642 
2.737 
3.785 
4.617 


227372 

1174545 

160781 

5517689 


3.21 
16.59 
2.27 
77.93 


4.12 
21.29 
2.91 
100.00 


824535. D Thu Apr 12 19:58:38 2012 


Page l 


Corbett email PRR 020797 




Area Percent / Library Search Report 


Information from Data File; 


File Name ; 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by ; 
vial Number ; 
AcquisitionMeth: 
Integrator ; 


G;\MSDCHEM\1\SYSTEM7\04_12_12\824535.D 

KAC 

12 Apr 2012 1 9:47 

KAC 

35 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST05a.L 

Minimum Quality 

: . 80 



C:\Database\PMW_T0X2.: 

L 


PK# 

RT 

Library/ID 

CAS It ‘ 

3ual 

1 

2.64 

C:\Database\NIST05a.L 





1-Inositol 

1000007-49-1 

90 



Muco-Inositol 

000488-55-1 

90 



Inositol 

000087-89-8 

80 

Abundance 


Average of 2.372 lo 2.710 min.: 

824635.D\data.ms (-) 


1 


7j3 




80 

60 




824535.D Thu Apr 12 19:58:39 2012 


Page 2 


Corbett email PRR 020798 





Area Percent / Library Search Report 


Information from Data Pile; 

File Marne : C; \MSDCHEM\l\SYSTEM7\04__12__12\824535 .D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 35 

AcquisitionMeth: DRUGS.M 
Integrator : RTS 


Search Libraries: C;\Datataase\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PKtt RT Library/ID CAS# Qual 



2 2.74 C;\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 


000062-44-2 98 
000062-44-2 98 
000062-44-2 97 



824535.D Thu Apr 12 19:58:39 2012 Page 3 


Corbett email PRR 020799 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SySTEM7\04_12_12\824535.D 

KAC 

12 Apr 2012 19:47 


KAC 

35 

DRUGS.M 
RTE 


Search Libraries: 


PKff 


RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C;\Database\PMW_TOX2,L 


Minimum Quality; 80 
Minimum Quality: 80 


Library/ID 


4,62 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 




CAS# 


Qual 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



824535.D Thu Apr 12 19:58:40 2012 


Page 5 


Corbett email PRR 020801 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824536.D 
KAC 

12 Apr 2012 20;03 

BLANK 
KAC 
2 

DRUGS.M 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


824536.D 


Thu Apr 12 20:14:17 2012 


Page l 


Corbett email PRR 020802 





Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHBM\1\SYSTEM7\04_12_12\824537.D 

KAC 

12 Apr 2012 20:18 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 
37 

DRUGS.M 
RTE 



TIC: 824537.D\daia.ms 


3000000 

2000000 

1000000 


Q‘-| I r- 

Time"> 2.00 

■HV-y-r-r-T-^ f 7 i | "T 

3-00 4.00 ,_5.p0 6.00 

T r -i-T-T 

7,00 

T 1 I -7 -T ■r1 t 1 1- r-r -T -r- j- 1 i i.p-y-->■ -r-r-r- 

8,00_9.00 _ tO.pO 11.00 12.00 

Ret. Time 

Area 

Area % 

Ratio % 

2.737 

885925 

13.18 

15.46 

3 . 785 

104142 

1.55 

1.82 

4.617 

5729449 

85.27 

100.00 


824537.D Thu Apr 12 20:30:01 2012 Page 1 


Corbett email PRR 020803 





Area Percent / Library Search Report 


Information from Data File: 

Pile Name : C:\MSDCHBM\l\SYSTEM7\04_12_12\824537.D 

Operator : KAC 

Date Acquired : ^^Ap^20^^^20 ; 18 

Sample Name : 

Submitted by : KAC 
Vial Number ; 37 

AcquisitionMethr DRUGS.M 
Integrator : RTE 


Search Libraries: c:\Dat&base\SLI.L 

C;\Database\NIST05a.L 
C;\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAS if Qual 


1 2.74 c;\Database\NIST05a.L 

Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 


000062-44-2 98 
000062-44-2 98 
000062-44-2 98 


Abundance 


80 


60 

40 

20 

0 


m/z-> 10 

Abundance 

80 

60 

40 


20 


m/Z'-> 


15 
0VWt4 


27 


Average of 2710 lo 2.943 min.; 824537.D\dala.ms (-) 

108 


43 


53 


80 


65 


90 


179 


137 


122129 


I 20 30 40 50 6g__70_l 80 ^_9,0 100 110_ 120 130 J 40 160 ..160 J.70 ._180 

#42241: Acetamide, N-(4-ethoxyphenyl)- 


43 


+¥p- 

10 20 30 


53 


80 


65 92 

I ' l 1 ) |H‘| I I I I 


179 


137 


122 .. 
' ' I ' l 


150 161 

-|-r T 1 , j'l I I I i', f f 1 I 1 t I I 


40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 


824537.D 


Thu Apr 12 20:30;02 2012 


Page 2 


Corbett email PRR 020804 






Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 


Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04 12_12\824537.D 
KAC 

12 Apr 2012 20:18 


KAC 

37 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C;\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


CAStt Qual 


2 


3 . 79 


C:\Database\NIST05a.L 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 


2,3,5,6-tet 014769-73-4 

2,3,5,6-tet 006649-23-6 

2,3,5,6-tet 006649-23-6 


97 

97 

95 




824537.D 


Thu Apr 12 20:30:02 2012 


Page 3 


Corbett email PRR 020805 





Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File; 

C; \MSDCHEM\1\SYSTEM7\04_ 
KAC 

12 Apr 2012 20:18 


12 12\824537.D 


KAC 
37 

DRUGS 

RTE 


M 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


PK# RT 


Library/ID 


4.62 


C;\Database\SLI.L 
COCAINE 


COCAINE 

COCAINE 


C/ 


Minimum Quality: 80 


Minimum Quality 

: 80 

CAS# 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 



824537.D 


Thu Apr 12 20:30:03 2012 


Page 4 


Corbett email PRR 020806 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C ;\MSDCHEM\l\SYSTBM7\04_i2_12\824538 .D 

KAC 

12 Apr 2012 20 : 34 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

38 

DRUGS.M 
RTE 



0'-Y-r-T-nr-V-(-T--T- 

Time-> 2.00 3.00 ■ 

■T~^i ' ' ' r 1 1 ■ ' 1 

4.00 5.00 6.00 

T—1—1—j -T -i- r 

7,00 

I 1 -T-i- -f-l j 1 J 1 1 [ 1 1 r . 1 . . . . ^ • 

8,00 9.00_ 10.00 11.00 J2.00 

Ret, Time 

Area 

Area % 

Ratio % 

2,742 

3.786 

4.617 

949059 

299846 

6360877 

12.47 

3.94 
83.59 

14.92 

4.71 

100.00 


824538.D Thu Apr 12 20:45:55 2012 


Page 1 


Corbett email PRR 020807 





Area Percent / Library Search Report 


Information from Data File: 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824538.D 

KAC 

12 Apr 2012 20:34 


KAC 

38 

DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 

C: \Database\PMVJ TOX2 .L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS ft 

Qual 

1 

2 74 c;\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 

000062-44-2 

000062-44-2 

000062-44-2 

98 

98 

97 


Abundance 

80 

60 

40 

20 
0 


m/Z' 
Abundance 

80 

60 

40 

20 

0 


Average of 2.700 to 2.917 min.i 824538.D\data.ms (-) 

1<J8 


43 


n-d 


63 


80 


65 


90 

t-i-r-i-yt'I I I I I I I 


1^' ' 20 '' '30 40 60 ,,60_ 70 _80 90 


137 


120 129 „ 

n I [ I I I I I f I I 


179 


, 150 162 

l-j t I r T~ | t < » 1 I I ^ i i 


100 110 120 13^ _140 160 160 I 70 180 


#42243: Acetamide, N-(4-ethoxyplienyl)- 
1 O 8 


43 


27 


15 

^YT-rr-r} ! t iMp-T"! ly l 


m/z-> 10 20 30 40 50 


80 

53 

i! 

4 ' i 1 11 iMi I ) 11 1' l ^' 


60 


rp 

70 


80 


91 

t-T-T-T-fi n I I I I I I 


179 


137 


120 li 150 164 

-n-ri H I I 1 ) 1 I'l'l (III rt't i i i | i i < i ( i i i 


90 100 110 120 130 140 150 160 170 180 


824538 .D 


Thu Apr 12 20:45:56 2012 


Page 2 


Corbett email PRR 020808 




Area Percent / Library Search Report 


Information from Data File: ^ 

C:\MSDCHEM\l\SySTEM7\04_12_12\824538.D 

KAC 

12 Apr 2012 20:34 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

38 

DRUGS.M 
RTE 


Search 

Libraries; C;\Database\SLI.L 

C;\Database\NIST05a.L 

C: \Database\PMV^_TOX2 . L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 


3 . 79 


C:\Database\NIST05a.L 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 


2,3,5,6-tet 014769-73-4 

2,3,5,6-tet 006649-23-6 

2,3,5,6-tet 006649-23-6 


98 

98 

98 



824538-D 


Thu Apr 12 20:45:56 2012 


Page 3 


Corbett email PRR 020809 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12 

KAC 

12 Apr 2012 2 0:34 

KAC 

38 

DRUGS . M 
RTE 


12\824538 .D 


Search 


PKtt 


3 


Libraries: C;\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

RT Library/TD 


4,62 C;\Database\SLI.L ,/ 

COCAINE / 

COCAINE 
COCAINE 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAStt 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 


Abundance 


80 


60 


40 


20 




42 


40 


,55 67 


60 


Averaqe of 4 569 to 4.839 min.: 824538, D\da(a.ms (-) 
182 


82 


94 


105 


122 


138 


I . ' vS 


152 166 

. ..rt- 


80 


100 120 140 


160 


303 


198 


272 


209 222 


180 


243 
T 


258 


288 


200 220 240 .,..260 .280 300 



824538.D Thu Apr 12 20:45:57 2012 


Page 4 


Corbett email PRR 020810 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\04_12_12\824539.D 

KAC 

12 Apr 2012 20:50 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

39 

DRUGS.M 
RTB 



TIC: 824539.DVdala.ms 


1000000 


0 i ,.^-T-r- 

Time-> 2.00 

3.00 4.00 ,5.00 6.00 

T—r f 1 t 1 r 

7.00 

-r-r-T-t 1 i-v T--}' 1 -T -r-r | > ■ i ■ | i J 

8.00 9.00 10.00 11.00 12.00 

- 

Ret. Time 

Area 

Area % 

Ratio % 


3.791 

4.612 

1001388 

4223970 

19.16 

80.84 

23.71 

100.00 



824539 .D 


Thu Apr 12 21:01:34 2012 


Page l 


Corbett email PRR 020811 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824539.D 
KAG 

KAC 

39 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.79 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2v1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 



824539.D Thu Apr 12 21:01:34 2012 


Page 2 


Corbett email PRR 020812 





Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824539.D 

KAC 

12 Apr 2012 20 : 50 


KAC 

39 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 


PK# 


RT 


Library/ID 


m/z-> 


4.61 


C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


42 


Abundance 

80 

60 

40 

20 

0 

m/z-> 40 

Abundance 

80 

60' 

40 
20 

0 


Lnimum Quality 

: 80 

CAS it 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 

(-) ' 

- - 


82 


162 


n I 


9,4 105 


60 


1 ' 

80 


122 


! ' . r 'l ^ ' l I I I ' l’l I ib -r- r [ I 


162 166 


303 


198 


272 


208 222 242 259 

I I I I (' I I I I I I ' ‘ I I TT" 


282 

-r 


lir^20 140 160^ 180.__200 . MO _240_ ^ 260.. 280 .300 

#58; COCAINE 
1$2 


82 


42 


55 68 


9,4 105 




122 


140 


152 166 




40 


60 


80 


100 120 


303 


198 


272 


214 226 244 258 

-f-T-i-i-r-r'-T-r-n— 


283 


140 160 180 200 220 240 260 280 300 


824539.D 


Thu Apr 12 21:01:35 2012 


Page 3 


Corbett email PRR 020813 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


JL JL J. . 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824540.D 

KAC 

12 Apr 2012 21;05 


KAC 

40 

DRUGS.M 
RTE 


Abundance TIC' 824540.D\data.rns 



Ret. Time 

Area 

Area % 

Ratio % 

3.791 

4,612 

2891455 

4849872 

37.35 

62.65 

59.62 

100.00 


824540,D Thu Apr 12 21:17:13 2012 


Page l 


Corbett email PRR 020814 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\04_12_ 
KAC 

12 Apr 2012 21:05 


KAC 
40 

DRUGS.M 
RTE 


12\824540 .D 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C;\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality; 80 
Minimum Quality; 80 


CAStf Qual 


1 


3.79 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 
Imidazo[2,l-b]thiazole, 
Imidazo[2,1-b]thiazole, 


2,3,5,6-tet 014769-73-4 99 

2,3,5,6-tet 006649-23-6 99 

2,3,5,6-tet 014769-73-4 98 



824540.D 


Thu Apr 12 21:17:13 2012 


Page 2 


Corbett email PRR 020815 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824540.D 
KAC 

12 Apr 2012 2 1:05 

KAC 

40 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 



C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PKtt 

RT 

Library/ID 

CAS# Qual 

2 

4.61 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 1 / 

COCAINE 

000050-36-2 

99 



000050-36-2 

99 



024540 .D 


Thu Apr 12 21:17:14 2012 


Page 3 


Corbett email PRR 020816 





Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C: \MSDCHEM\1\SYSTEM7\04_12__12\824541.D 
KAC 

12 Apr 2012 21:21 


KAC 

41 

DRUGS 

RTE 


M 


TIC: 824641.OWata.ms 



2000000 

1000000 


2,742 

I 


0 *■ j 1- 1— 

.Tinie-> 2.00 3.00 

i 4-y-T-i-r 1 .1 1 1 1 r- 

4.00 5.00 6.00 

T—VT—1—1—r-1 

_ 7.00 , 

1 t 1 1 1 1 1 -T t 1 1 j 1 1 f I j 1 ■ I 

8.00 AQO -_ _10,00_ 11,00 __ 12^0 _ 

- 

Ret. Time 

Area 

Area % 

Ratio % 


2.742 

1314835 

18.26 

23.28 


3.786 

236288 

3.28 

4.18 


4.617 

5647556 

78.45 

100.00 



824541,D Thu Apr 12 21:32:57 2012 


Page 1 


Corbett email PRR 020817 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\1\SYSTEM7\04_12_12\824541.D 

Operator : KAC 

Date Acquired ; 1:21 

Sample Name : 

Submitted by ; KAC 

Vial Number : 41 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality; 

; 80 


C;\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality; 

; 80 

PK# 

RT Library/ID 

CAS# Qual 

1 

2.74 C:\Database\NIST05a.L 


98 


Acetamide, N-(4-ethoxyphenyl)- 

000062-44-2 


Acetamide, N-(4-ethoxyphenyl)- 

000062-44-2 

98 


Acetamide, N-(4-ethoxyphenyl)- 

000062-44-2 

97 



824541.D Thu Apr 12 21:32:57 2012 Page 2 


Corbett email PRR 020818 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\04_12_12\824541.D 

Operator ; KAC 

Date Acquired : 1 : 21 

Sample Name : 

Submitted by : KAC 

Vial Number : 41 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 

Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_T0X2.L 


PK# RT 


Library/ID 


2 3,79 C; \Database\NIST05a.L 

Imidazo [2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo [2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo [2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 




824541.D Thu Apr 12 21:32:58 2012 


Page 3 


Corbett email PRR 020819 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824541.D 

KAC 

12 Apr 2012 21:21 


KAC 

41 

DRUGS.M 
RTE 


search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS It Qual 


3 4.62 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 



000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 


80 


60 


40 


20 


m/z-> 


40 


82 


42 

I ,55 67 
, i 4,fe - , 4v 


60 




Average of 4.575 to 4.823 min.: 824541.DWata.ms (-) 
182 


94 


122 

108 I 162 166 

, lit I 

i-y'f < I ^ 1 } INT I r 

80 100 120 J40__160 180 


303 


198 272 

214 230242 258 [ 289 


200 


T" 

220 


355 


240 260 280_ _300_ 320_ 340 



82454l.D Thu Apr 12 21:32:58 2012 


Page 4 


Corbett email PRR 020820 



Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824542,D 
KAC 

12 Apr 2012 21:37 

BLANK 
KAC 
2 

DRUGS . M 
RTE 




Abundance T!C: 824542.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


824542.D 


Thu Apr 12 21:48:34 2012 


Page 1 


Corbett email PRR 020821 





Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\MSDCHEM\1\SYSTEM7\04_1212\824543.D 

Operator : KAC 

Date Acquired : 12 Apr 2012 21;52 

Sample Name : BLANK 

Submitted by ; 

Vial Number : 2 

AcquisitionMeth: DRUGS.M / 

Integrator : RTE 



***N0 INTEGRATED PEAKS*** 


824543.D Thu Apr 12 22;04;01 2012 Page 1 


Corbett email PRR 020822 




Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\SYSTEM7\04__12_12\824544 .D 
KAC 

12 Apr 2012 22:08 

COCAINE STD 



Abundance 

2000000 

1500000 

1000000 

500000 


_ 1 _ 

y 1 r 1 

Tjme-> 2.00 

3.00 

, 1 j 1 1 i-j- r 1 —r— 1 —j 

4.00 5.00 6.00 

T—j-T J J 1—r 

7.00_ 

1> <1 - f J- J—,—,—,—^—,—,—f—1.1 ■!—T" 

8.0_0_9.00_ 10.00 11.00 12.00 

- - 

Ret. Time 


Area 

Area % 

Ratio % 


4.606 


2050372 

100.00 

100.00 



TIC: 824S44.D\dala,ms 


4.606 


824544 ,D 


Thu Apr 12 22:19:28 2012 


Page 1 


Corbett email PRR 020823 





Area Percent / Library Search Report 


Information from Data Filer 
File Name 
Opei'ator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth; DRUGS,M 
Integrator : rte 


C:\MSDCHEM\ 
KAC 

12 Apr 2012 
COCAINE STD 


1\SYSTEM7\04_12 12\824544.D 
22 : 08 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMWTOX 2 .L 


PK# 


RT 


Library/lD 




4.61 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


1/ 


Minimum Quality: 80 
Minimum Quality: 80 


CAS}# 


Qual 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


42 


Abundance 

80 

60 

40 
20 
O' 

m/2-> 40 

Abundance 

80 

60 

40 

20 

oi 




Average of 4.564 lo 4.744 min’: 824544.OWata.ms (-)“ 
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Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 

: C:\MSDCHEM\1\SYSTEM7\04 12 12\82454 
KAC “■ - 

Date Acquired 

12 Apr 2012 
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